11111111111111111111111111111111111 


Accept 
111111111111111111111111111111111111111111111111111111111111 


Work Order ID 61471 


Thursday, August 26,2010 
2:25:13 PM 


Item 10: 
D2235-1 
Revision ID: 
Item Name: 
Basket Rib 


Start Date: 
8/26/2010 
Start Qty: 
10.00 
Required Date: 9/312010 
Req'd Qty: 10.00 


'... 
0.- 
.~ '••••. 
Reference: 


11111111111111111111 


11111111111111111111 


Cust Item ID: 
Customer: 


Page I 


Setup 
Start 
1111111111111111111111111 


Stop 
1111111111111111111111111 


Approvals: 
Process Plan: 


QC: 
f 
Date:! 0-f--2? 
Tooling: 


Date:__ 
SPC (YIN): 


___ 
Date: __ 


__ 
Date: 


Run 
Start 
1111111111111111111111111 


Stop 
1111111111111111111111111 


Memo 
0.00 


1- Pick D3166-1 
and cut as per dwg 02235 
using DT8302D2- 
remove 
identification 
markings 
on tube 03- deburr 


Sequence IDI 
Work Center ID 


] 
~raw Nbr 


. D2235 


100 


1111111111111111111111111 
Large Fab 


Large Fab 


Operation 
Description 


Revision Nbr 


RevBI 


Large Fab 
'.•. 


Set Upl 
Run Hours 


0.00 


ToolID 
Tool # 
Plan 
Accept 
Reject 
Reject 
Insp. 
Code 
Qty 
Qty 
Number 
Stamp 


110 


1111111111111111111111111 
QC 


Quality Control 


QC5-1nspect 
part completeness 
to step on W/O 


Memo 


0.00 S'\0 ldt (~<- 


0.00 


120 


1111111111111111111111111 
Packaging 


Packaging 


Identify as per dwg & Stock 
Location:_ 
0.00 
8vJJ(rt vI( 


Memo 
0.00 


Dart Aerospace 
ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng / 
Prod Mar 
QC Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
NCR: Yes No 
DQA: __ 


Disposition: 
QA: NlC Closed: 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description of NC 
Corrective Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


11111111111111111111111111111111111 


Accept 
11111111111111111111111111111111111111111111111111111111111I 


, 
," 


Work Order ID 61471 


Thursday, August 26,2010 
2:25:13 PM 


Item 10: 
D2235-1 


Revision ID: 
Item Name: 
BasketRib 


Start Date: 
8/26/2010 
Start Qty: 
10.00 


Required Date: 9/312010 
Req'd Qty: 10.00 


Reference: 


11111111111111111111 


11111111111111111111 


Cust Item ID: 
Customer: 


Page 2 


Setup 
Start 
1111111111111111111111111 


Stop 
1111111111111111111111111 


Approvals: 
Process Plan: 
~~ _ _ 
Date: 
Tooling: 


QC: 
Date: __ 
SPC (YIN): 


___ 
Date: 
~ 


__ 
Date: 
_ 


Run 
Start 
1111111111111111111111111 


Stop 
1111111111111111111111111 


Sequence IDI 
Work Center ID 


130 


1111111111111111111111111 
QC 


Quality Control 


Operation 
Set Upl 
Description 
Run Hours 


QC21- Final Inspection 
- Work Order Release 
0.00 


Memo 
0.00 


Tool 10 
Tool # 
Plan 
Accept 
Reject 
Reject 
Insp. 
Code 
Qty 
Qty 
Number 
Stamp 
___Io_~q!~ 


~ 
;r. 
( (J.r1~g 


Dart Aerospace 
Ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng I 
Prod Mar 
OC Inspector 


Part No: 
~. 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
_ 


Disposition: 
_ 


NCR: Yes No 
DQA: __ 


QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description of NC 
Corrective Action 
Section 8 
Verification 
Approval 
Approval 
DATE 
STEP 
Action Description 
Sign & 
Section A 
Initial 
Section C 
Chief Eng 
OC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assurance\approved 
QA\NCRWO 
RevE 


~ 
Picklist Print 


Thursday, August 26,2010 
2:25:18 PM 


Work Order ID: 
61471 


Parent Item: 
D2235-1 


Parent Item Name: 
Basket Rib 


11111111111111111111111111111111111 


111111111111111111111111111111111111111111111 
Start Date: 8/26/2010 


Start Qty: 10.00 


Required Date: 9/3/2010 


Required Qty: 10.00 


Comments: 
IPP Rev:A 
New Issue 08-12-01 
DD verified by:EC 


Component Item IDI 
Replacement 
Mfgl 
Item Name 
Item ID 
Purch 
Bin 
Primary 
Last 
Route 
Unit of 
Qty on 
Qty per Kit 
Total 
Qty 
Date 
Status 
Item 
Location 
Location 
Seq ID 
Measure 
Hand 
Qty 
Issued 
Issued 


B 61~3 
-.---- ~ 
Bbl/,xtl 
--Bx 


03166-1 


111111111111111111111111111111111111111111111 
Basket Hoop 


Manufactured 
. No 
100 
Each 
0.0000 
10 


1111111111 
-dLi /o/arP~,;}.-- 


Dart Aerospace 
Ltd 


,.... 
, 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE CHANGE 
By 
Date 
Qty 
Approval 
Approval 
Chief Eng I 
Prod Mar 
QC Inspector 


Part No: 
PAR #: 
_ 


Resolution: 
_ 


Fault Category: 
NCR: Yes No 
DQA: __ 


Disposition: 
QA: NlC Closed: 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 


Description of NC 
Corrective Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
QC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality 
Assuranca\approvad 
QA\NCRWO 
RavE 


,"( 
,." 


REV. B 


SHEET1 OF 1 


SCALE 


; 
1 
\" 
t' 
. I 
UNCOI\' 
i',' 
. 
SUBJECn, 


SHOP COpy 


R12.75 


TITl.£ 


BASKET RIBS 


DRAWN 
BY 
DART AEROSPACE LTD 
WILLIAMS 
VICTORIA 
INTERNA'TIOtw.. 
AIRPORT. 
CANADA 


DRAWING 
NO. 
02235 


+ 


25.50 


DESIGN 


94:12:16 
! 131 I 
o£.. 0'3, 0b 


?o>o 
DART 


c:::> 
w 
en!' 
<cl () 
W./b 
--'-.!) 
LU tr 
cx= 


02235-1 


I- 
25.50 
-II 
8.00 


+ 
~ 


R12.75 


D2235-3 


,CAN 
BE 
MAl)E 
FR\>M 0311'oCtr l ~~ 
MATERIAL: 304/316 
SSt 3/4 
X 3/4 
X 0.063 
WALL SQR. 


Copyright 
1994 
by DART AEROSPACE LTD 


Dart Aerospace ltd 


W/O: 
WORK ORDER CHANGES 


DATE 
STEP 
PROCEDURE 
CHANGE 
By 
. Date 
Qty 
Approval 
Approval 
Chief Eng / 
ii 
Prod MQr 
OC Inspector 


~' " 
>It 
" 
l 
.t~ 
'.' 
. 
\ 


Part No: 


Resolution: 


PAR#: 
_ 
Fault Category: 
NCR: Yes No 
DQA: __ 


Disposition: 
QA: NlC Closed: 
_ 


Date: 
_ 


Date: 
_ 


NCR: 
WORK ORDER NON-CONFORMANCE 
(NCR) 
. 


Description of NC 
_">- 
Corrective 
Action 
Section B 
Verification 
Approval 
Approval 
DATE 
STEP 
Sign & 
Section A 
Initial 
Action Description 
Section C 
Chief Eng 
OC Inspector 
Chief Eng 
Chief Eng 
Date 


NOTE: Date & initial all entries 


H:\fFORMS\Ouality 
Assurance\approved 
QA\NCRWO 
RevE 


